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j ' DEPARTMENT OF THE ARMY 

U. A ARMY MATERIEL SYSTEMS ANALYSIS ACTIVITY 
Aberdeen Proving Ground, Maryland 21005 


3 APR 1979 


DRXSY-DS 

SUBJECT: Minutes of GRILL FLAME Meetings, 14 February 1979 (U) 


Dr. Jack Vorona 
Defense Intelligence Agency 
ATTN: DIA/DT 

Washington, DC 20301 


1 The draft minutes of the GRILL FLAME Steering Committee Meeting (Incl 1) 
and GRILL FLAME Working Group Comm 1 ttee Meeting (Incl 2)> trough 

hereby forwarded. These minutes were put together by my starr 
notes provided me by your office on 22 March 1979. 

2. Copies of the draft minutes are being e^orS^rde^directirto 166 
members via this letter. Their comments should be forwarded direct y 

you. 


2 Incl 
as 



CF: 

MG Thompson, ACSI (Incl 1 only) 

Dr. Mehuron, CNO (Incl 1 & 

MG Brown, AF ACSI (Incl 1 only) 

Dr. Dailey, DRE (Incl 1 only) . 
MAJ Stoner, ACSI (Incl 2 on yF 
MAJ Watt, INSCOM (Incl 2 only) 

Mr. Graff, WPAFB (Incl 2 only) 

Mr. Clinton, MIA (Incl 2 only) 

LTC Bloom, Air Staff (Incl 2 only) 
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